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Message Text 

UNCLASSIFIED 

PAGE 01 MEXICO 06192 271859Z 
ACTION ARA-10 

INFO OCT-01 ISO-OO ERDA-07 AID-05 CEA-01 CIAE-00 
COME-OO DODE-OO EB-08 FPC-01 H-02 INR-07 INT-05 
L-03 NSAE-00 NSC-05 OMB-01 PM-04 USIA-15 OES-06 
SP-02 SS-15 STR-04 TRSE-00 ACDA-10 FEA-01 OIC-02 
/1 15 W 

2801 14Z 016253/70 

R 271856Z APR 77 
FM AMEMBASSY MEXICO 
TO SECSTATE WASHDC 1786 
USERDA WASHDC 

UNCLAS MEXICO 06192 


ERDA FOR VANDERRYN, AIA 

EO 11652: N/A 
TAGS: TECH, ENRG, MX 

SUBJECT: SPEAKER FOR ENGINEERING FOUNDATION CONFERENCE 
REF: STATE 092376 

MEXICAN ENERGY OFFICIALS MOST COMPETENT TO SPEAK AND TO 
PARTICIPATE SUBJECT CONFERENCE ARE LISTED BELOW IN 
PRIORITY ORDER. ALL SPEAK ENGLISH WELL. 

A. JUAN ETBENSCHI JTZ, EXEC SECY, ENERGETICS COMMISSION 

B. DR. CARLOS VELEZ, PAST DIRGEN, INSTITUTE ELECTRICITY 
RESEARCH (HE), PAST DIRGEN, NAT'L INSTITUTE NUCLEAR 
ENERGY (INEN), CURRENTLY SENIOR ADVISOR, HE 

C. ING. GUILLERMO FERNANDEZ DE LA GARZA, DIR GEN, UE 

D. FRANCISCO VIZCAINO MURRAY, DIR GEN, INEN 

E. DR. CARLOS GRAEF FERNANDEZ, SENIOR ADVISOR, INEN 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 MEXICO 06192 271859Z 


F. ING. JORGE DIAZ SERRANO, DIRGEN.PEMEX 

G. DR. GUILLERMO SALAS, DIRGEN, COUNCIL FOR 
MINERAL RESOURCES. THOMPSON 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: SPEAKERS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 27-Apr-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977MEXICO06192 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D7701 47-1 036 
Format: TEL 
From: MEXICO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 977041 5/aaaaalya. tel 

Line Count: 60 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: ab4ec19c-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 77 STATE 92376 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 22-Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2680347 
Secure: OPEN 
Status: NATIVE 

Subject: SPEAKER FOR ENGINEERING FOUNDATION CONFERENCE 
TAGS: TECH, ENRG, MX 
To: STATE ERDA 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/ab4ec19c-c288-dd1 1-92da-001cc4696bcc 
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